To: Kuruc. Nick 

From: DDA:MSMAIL=rjrws/ijrpo4/oringdb; 0=rjrem; P=wsx400; A=rjr; C=us 

Posted: 6/14/9613:31 
Opened: 6/17/9613:31 
Subject: Forsyth 2 Tray Unit 


Mike, as soon as you can, piease make up one (1) 2-tray Forsyth Counter 
Display and ship to Nick Kuruc at Div. No. 1240. This unit should also have 
the pos sign as well. Let me know by 6/21/96 when the unit will ship. 

If you have any questions, please give me a call. 

Butch Oringderff 


Source: https://www.industrydocuments.ucsf.edu/do,cs/rnpnOOOO 


51851 7087 


